To: Cheatham, Reggie[cheatham. reggie@epa.gov]; Powell, Greg[Powell. Greg@epa.gov]; 

Heimerman, Jeffrey[Heimerman. Jeff@epa.gov] 

Cc: Barr, Pamela[Barr.Pamela@epa.gov]; Natarajan, Nitin[Natarajan. Nitin@epa.gov]; Hoff, 

Melanie[Hoff.Melanie@epa.gov]; Johnson, Barnes[Johnson. Barnes@epa.gov]; Salyer, 
Kathleen[Salyer.Kathleen@epa.gov] 

From: Woolford, James 

Sent: Mon 8/1 0/2015 6:37:04 PM 

Subject: RE: Colorado Mine Response needs 

Haven't heard that. Will check . Looping in orcr. Re methods. 

Jim Woolford, Director 

Office of Superfund Remediation & Technology Innovation 
USEPA 

Sent from my Windows Phone 
Please excuse typos 


From: Cheatham, Reggie 

Sent: 8/10/2015 11:48 AM 

To: Powell, Greg ; Heimerman, Jeffrey 

Cc: Barr, Pamela ; Woolford, James : Natarajan, Nitin 

Subject: Colorado Mine Response needs 

Need field methods for more rapid screening for metals in water. Also lab capacity is also a big 
issue. Any thoughts? 

Reggie Cheatham, Acting Director 
Office of Emergency Management 
202-564-8003(w) 202-689-9400(c) 
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